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Task Order No. 2 
Contract No. AF33(657)- 
12673 

File No. CS-1912 


2 9 NOV 1963 

General Dynamics Corporation 
Fort Worth, Texas 


Gentlemen : 


1. In accordance with the provisions of Contract No. AF33 
(657)-l2673 and effective upon acceptance hereof, you are authorized 
to proceed with the performance of Task Order No. 2 to said contract. 

2. The scope of work to be performed under this Task Order 
and such additional provisions as may be applicable are set forth 
in the attached schedule. 

25X1 A 3, The estimated cost of the perf ormance of this Task Order, 

I I Cost in excess of this amount 

shall not be incurred without prior written authorization of the 
Contracting Officer. 

25X1 A , . 


5. The work and services to be performed under this Task Order 
shall be delivered in accordance with the provisions of the attached 
Schedule . 


6. Upon execution of all copies of this Task Order, please 
return the original and one copy to the undersigned and retain the 
remaining copy for your files. 
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Task Order No. 2 

Contract No. AF33 (657)-12673 

File No. CS-1912 


SCHEDULE 


I . SCOPE OF WORK 


Contractor shall furnish the facilities and engineering 
services necessary to perform the following work: 


25X1 A 


Contractor shall conduct tests and mpasiir-ornontg 


oe uexcrmmea Dy the Government but shall be within the 
parameters of Contractor's present equipment. 


II. DELIVERY 


Contractor shall submit a written report of tests conducted 
and measurements made forthwith upon receipt of a duly executed 
copy of this Task Order. 
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